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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


SECOM-D-612 


MEMORANDUM FOR: Mr. Walter Elder 
Executive Secretary 
National Foreign Intelligence Board 


FROM: Robert W. Gambino 
Chairman 
SUBJECTS Minimum Standards for Security 


Awareness Programs in the U.S, 
Intelligence Community (SECOM-D-543, 
dated July 79) 


1. The attached security awareness standards were 
endorsed unanimously by the Security Committee on 18 
July 1979 and received DCI approval on 7 August 1979. 


2. It is requested that you transmit these standards 
to NFIB Members for comments and concurrence on implemen- 
tution. 


Robert W. Gambino 
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